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SEGHET 


TWX SERVICE & FACILITIES 
RE=PERF CONNECTION 26.58 
1862L0 
21569 


%TWX CONNECTIONS 


25X1A 


21 CALLS TO HARTFORD, CONN, 
1 CALL TO LOS ANGLES, CALIF. 


aR/2/42 


CERTIFIED FOR PAYMENT; CHARGE 
TO CONTRACT SP=-1914. 


25X1A 


eo, 
ae Ys u 
a ( 
wf i é 22 > om He 


Nas AGS 
HONE ice 


Id 


Lee] 


r 
fe 
™ ” 
<3 
nae 
a3 
cn 


Approved For Release 2000/08/18 : CIA-RDP81B00879R001100060032-3 


lara 
SOR 


ar 


ILLEGIB 
Approved For Release 2000/08/18 : CIA-RDP81B00879R001100060032-3 


Approved For Release 2000/08/18 : CIA-RDP81B00879R001100060032-3 


